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25X1X la 9 51 1 ucp u enoer 1251, all Russian military installations in Vienna utre directed 
to discharge all Austrian employees. An unknown number of interpreters in 
various Resirkc Komaendatuiy were dismissed the same day and replaced bv 
Russian military personnel. J 

2. Austrian i/orkcrs in Russian Army repair shops and hospitals nr re told they 

vail te permitted to continue to work until Russian replacements are av aila ble, 
possibly for two Tracks to two months, V/orkcrn expect the shirt to Russian 
workers to be completed soon, since som personnel is bcin£ discharged cveiy 
day. The trade union ^prerogative of each installation determines the 
dismissals in the following orders 

a 5 Itoncoixnimists 

b, Questionable Comnunicts 

o a Active KPGe menbers 

Source states that active KPOe members have been a.'tvised to seek new ennlov- 
rnent lirouph the KPOe Central Committee's Labor Consultant Reldiann (fnu). 


25X1 A 


Ano tiier source reports that some of the Austrian ennlovco^ 
^^ff335ian i Joflrars Officers' Club have already been c-isnlcocd, and that 

i !CCn fivcn notice t0 ^avc by 1C October, 2* latte r will be 
allottee no errfcra pay as roouired by Austrian law. 
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